RUINS  OF  ST.  PHILIPS  CHURCH 

Old  Brunswick,  Near  Wilmington,  N.C.  ^^^.^ 
Construction  startecJ  in  1740,  it  was  burned  during 
Americon  Revolution.  Known  as  His  Majesty  s 
Chapel  in  the  Carolinas,  royal  Governors  Dobbs  and 
Tryon  had  their  pews  raised  above  others.  Governor 
Dobbs   is  buried  beside  church.  g 
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